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1. $15,000 of FY-69 funds are now available for 
Title I and II Architectural and Engineering 

for upgrading the air conditioning system 

Receiver Site. $50,000 of FY-70 funds will b^va^- 

able for construction. 

2. Now that funds are available, your assistance 
is requested to carry out the necessary work on the air 
conditioning systems. 
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Bu y u - s - Savings Bonds Regularly on the Payroll Savings Plan 
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